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SUBJECT: Estimated Expenditures * FY i960 
CIA Building Construction 


1. Mr. Scker, Bureau of t he Budget, called on 12 August 
1959 end requested inf amotion regarding our estimated expendi- 
tures for Fiscal Tear 1966 for tbs CIA Building Construction. 

2. After contacting tbs Agencies concerned, tbs following 
tnfomafcioa was received; 


Unexpended Balance 


Estimated 

Expenditures 

rx i960 
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3. Mr. Sciter' a call was returned cm 17 August 1959 and 
advised tiaat our Estimated Expenditures for i960 would be 


,v4/ 


Total ... 
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Budget Division 
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